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LED-Lampen-Set 


Lampenset mit Halterungen und Batterien 


« Extrem lichtstarkes Leuchtmittel mit 
LED-Technologie 

° 20LUX 

« Dauerlicht 

« mit Schnellverschlusshalterung, 

« passend für alle gängigen Rohrdurchmesser 


Mit deutschem Prüfzeichen 
# 190 381 01 


VE = 6 Stück 


LED-Front and Rear Light Set 


incl. fixing material and batteries 


« very bright with high intensity (LED-Technology) 
° 20 LUX 

« permanent light 

« with quick fix system 

« suitable for all common handlebars 


With German homologation 
# 190 381 01 


Unit = 6 pieces 


